TEST EQUIPMENT 
lor the professional 


>» SYLVANIA 


ENGINEERED BY 
SYLVANIA 


Sylvania’s extensive engineering 
facilities and years of electronic 
experience have made possible 
the development of instruments 
having complete dependability 
and accuracy for the designing, 
testing and servicing of elec- 


tronic circuits. 


STYLED BY 
SUNDBERG AND FERAR 


The talents of America’s top 
industrial designers have given 
Sylvania’s electronic instruments 
a striking professional appear- 
ance that inspires customer 
confidence in the service field, 
and a functional correctness 
that speeds work in the design 
or testing laboratory. 
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